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SOCCER STINGERS REACH CANADIAN FINAL 


The Concordia University men's soccer team moved to within one 
victory of the Canadian University Championship on Saturday with a 
1-0 win over the UPEI Panthers in the Eastern University final 
played before 2,500 fans in Charlottetown. 


The Stingers made Alan Pascatore's goal, eighteen minutes into the 
2nd half, stand up through a final half hour which saw the Stingers 
playing into a 30 mile per hour wind. Pascatore's goal came on a 
feed from Richard Enos who had the game winner against McGill in 
the Quebec final the week before. 


The win gives Coach Andy Onorato's club an overall record of 10 wins 
and 2 ties in twelve starts including sudden death playoff victories 
over McGill and P.E.I. and moves the team into next Saturday's (Nov. 9) 


sudden death Canadian Final against the UBC Thunderbirds in Vancouver. 
U.B.C. defeated Laurentian 3-2 in the Western Final. 
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